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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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METHODS OF SAMPLING AND TEST FOR PAINTS, 

VARNISHES AND RELATED PRODUCTS 

PART 1 TEST ON LIQUID PAINTS ( GENERAL AND PHYSICAL ) 

Section 7 Mass per Ten Litres 

( Third Revision ) 
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1. Scope — P^scribes a method tor determination of mass per 10 litres of liquid paints and related 
products by pyknometer or a mass per volume cup. 

2. Definition — For the purpose of this standard, the mass per 10 litres is determined at a specified 
temperature, and is expressed in kg/10 litres or in grams per miliilitre. 

3. Apparatus 

3.1 Pyknomet&r — Of capacity 20 to 100 ml as shown in Fig. 1, 2 and 3. 




FIG. 1 GAY-tUSSAC PYKNOMETER 
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f=IG. 2 HUBBARD PYKNOMETER 



FIG. 3 METAL PYKNOMETER 
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32 Thermometer — Graduated in divisions of 0'1°C and accurate to 0'2°C. 

3 3 Water-Bath or Constant Temperature Room — Capable of being maintained within ±2''C. 

3.4 Analytical Balance — Accurate to 0*2 mg. 

4. Sampling — A representative sample of the product to be tested shall be taken as prescribed in 
IS : 101 ( Part 1/Sec 1 )- 1986 'Methods of sampling and test for paints, varnishes and related 
products : Part 1 Tests on liquid paints (general and physical ), Section 1 Sampling {third revision)', 

5. Procedure — Clean the pyknometer suitably (seeNotel ). Thoroughly dry the pyknometer. 
Allow the pyknometer to attain room temperature and weigh it. Fill the pyknometer with distilled 
water at a temperature not more than I^C below the standard temperature ( 27 ± 2''C )• Stopper 
or cap the pyknometer leaving the overflow orifice open. Every care shall be taken to prevent the 
formation of bubbles in the pyknometer. Place the pyknometer In the constant temperature water- 
bath or place it in the constant temperature room until the temperature of the pyknometer and its 
contents is constant. Remove the pverflow by wiping with absorbent material ( see Note 2 ) and 
thoroughly dry the outside of the pyknometer by wiping with absorbent material. Do not remove 
any subsequent overflow ( 5tfe Note 3 ). Immediately weigh the filled apparatus to the nearest 
O'OOI percent of its mass ( see Note 4 ). 

Note 1 — If it is a glass pvknometer, use chromic acid, distilled water and a solvent. If it is a metal pyknometer, use 
solvent which leaves no residue on evaporation. 

Not* 2 — A paper tissue is recommended for this purpose. 

Note 3 — Handling the pyknometer with bare hands will increase the temperature and cause more overflow from the 
overflow orifice and will also leave finger prints, hence, handling only with tongs and with hands protected by clean, 
dry absorbent material is recommended. 

Note 4^ Immediate and'rapid weighing of the filled pyknometer is recommended in order to minimize loss }n mass 
due to evaporation and overflow subsequent to the first wiping after attainment of temperature. 

Repeat the above procedure using the product in place of distilled water. Remove any resi" 
dues of paint from the outside of the pyknometer by wiping with absorbent material moistened with 
a suitable solvent and thoroughly dry by wiping with a clean absorbent material. 

When using glass pyknometers with pigmented products, difficulties may be experienced In 
removing residual pigments, especially from ground-glass surfaces. Such residues may be rerhoviad 
by ultrasonic vibration in a water or solvent bath. To minimize errors, joints shall be firmly seated. 
For accurate determination, glass pyknometers are preferred. Metal pyknometers are generally used 
for determination of mass in kg/10 litres for production control purposes. If the sample retains air 
bubbles, which do not readily disperse on standing, the methods described in this standard are 
unsuitable. 

6. Calculations 

6.1 Calculation of Volume of the Pyknometer — Ca\cu\^XB the volume of pyknometer in millilitres 
as follows: 

w mi — /i7o 
d 

where 

V = volume in ml of pyknometer, 

/Hi = mass in g of pyknometer and water, 
/Wo = mass in g of the empty pyknometer, and 
d = density of water at 2TC in g/ml ( 0*996 5 g/ml ). 

6.2 Calculation of Density — Calculate the density of the product in g/ml at the test temperature 

( 2TC ) by the following formula: 

at - ^ 

where 

dt = density of the product at test temperature ( 2TC ), 
/772 = mass in g of the pyknometer and product, 
/rjo = mass in g of empty pyknometer, and 

V = volume in ml of the pyknometer at 27°C. 
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6.3 Calculation of Mass In kg/10 Litres of Material — Calculate mass in kg/ 10 litres of the 
material from 6.2 by multiplying the results by 10. 

6.4 Precision — With accurate control of temperature at iO'S^C level, it is possible to achieve the 
following precision. 

6.4.1 Repeatability — The difference between two successive results obtained by the same 
operator within a short time interval, with the same apparatus under constant operating conditions 
on identical test material, shall not exceed 0000 6 g/ml at the 95 percent confidence level. 

6.4.2 Reproducibility — The difference between single and independent results obtained by 
different operators in different laboratories on identical test material shall not exceed 0.001 2 g/ml 
at the 95 percent confidence level. 

6.4.3 In case of some liquid paint products, especially those showing structure viscosity or 
thixotropy, the above precision limits may not be obtainable. 



EXPLANATORY NOTE 

This standard is one of a series dealing with sampling and testing of paints, varnishes and 
related products. This standard superse^6s 25 of IS : 101-1964. 

In the preparation of this standard, considerable assistance has been derived from ISO 281 1 -1 974 
'Paints and varnishes — Determination of density', published by the International Organization for 
Standardization ( ISO ). 
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